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Certified Rutger Tomato Plants are $4.00 per thousand, 
F. O. B. Orders being accepted now for delivery during 


the latter part of April, and all through the month_of May. 
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SIMS PLANT COMPASSQ#0«i 0, 


PEMBROKE, GA. 


Send your cash orders to: 


Library, U.S. Dept. of Agriculture, 
WASHINGTON Ss, D. CO, 
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